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NARA RG104, Entry 1, Box 170 


U.S. Treasury Department. 

April 21, 1891 

The boxes cast by Mr. March for this department are not from the night pattern. My 
boxes are without lid, plain inside requiring no core size of box 12 in long, 6 in wide, 3 Vi deep 
and about 7/8 in thick. 

Chas. E. Barber 
Engraver 
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